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Message Text 


1 . ALEXANDRIA HOSPITAL. VIRGINIA, HAS REQUESTED FACILITA- 
TIVE ASSISTANCE IN FOLLOWING CASE. 


2. HOSPITAL ORDERED FROM SCHNEIDER MEDINTAG A.G., 
WITIKONERSTRASSE 253, ZURICH TWO RPT TWO ILIAC ARTERY 
DILITATION CATHETERS, BALLOON SIZE: 8MM DIAMETER AND 2CM 
LENGTH. ORDER WAS NUMBER 11514-7, DATED 24 FEB 77. ORDER 
SIGNED BY MR. BOYER, DIRECTOR OF PURCHASING FOR HOSPITAL. 

3. NO RESPONSE TO DATE FROM SCHNEIDER. REQUEST INVOLVES 

AN EMERGENCY, AND CONGEN REQUESTED CONTACT SCHNEIDER ASAP 
AND DETERMINE IF ABOVE ORDER RECEIVED, AND IF SO, WHEN IT 
WILL BE PROCESSED. 


4. IN ADDITION. IF SCHNEIDER ACKNOWLEDGES RECEIPT OF 
ABOVE ORDER. PLEASE ADD RPT ADD TO IT: ONE RPT ONE FEMORAL 
CATHETER. BALLOON SIZE: 4MM DIAMETER, 4CM LENGTH. THIS 
SHOULD ALSO BE CHARGED AGAINST BOYER'S ORIGINAL ORDER. 
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5. BOYER INFORMED DEPARTMENT HE HAS BEEN DEALING WITH 
SCHNEIDER. AND ALWAYS RECEIVED PROMPT FILLING OF ORDERS 

MOST RECENT PREVIOUS ORDER-ALREADY FILLED— WAS DATED 
4 FEB 77, NUMBER 1 1 193-0. ONLY CONTACT BOYER AWARE OF 
AT SCHNEIDER IS A DR. HABILINZEL (SIC). 
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6. CONGEN SHOULD RESPOND TO EUR/CE, WHICH WILL INFORM 
BOYER. 

VANCE 
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